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ABSTRACT: Since the industrialisation of Malaysia, the energy demand which mainly relied on fossil fuels has risen continuously. Therefore, all parties including the government, academic society and communities have explored alternative fuel resources to improve the reliability and security of energy supply to meet the future energy. In recent years, biomass has been identified as one of the most promising renewable energy resources compared to hydro, solar, wind, etc. It is projected that energy crops could potentially supply around 200–400 EJ/year in Malaysia at a competitive cost by 2050. Perennial grass is one type of energy crop that could address the above mentioned challenge. In this work, Napier grass (NG) is chosen as the subject due to its desirable characteristics (availability, high growth rates, carbon neutrality and high volatility). In order to investigate the feasibility of NG for heat and power application, the thermal decomposition characteristics, reactivity, and kinetic of NG needed were tested via thermogravimetric analysis (TGA) under inert (nitrogen) and air atmosphere conditions, respectively. The results indicated that NG biomass has great potential as sustainable energy fuel source for energy generation via gasification process.
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1.          INTRODUCTION

Energy consumption has risen continuously and soon Malaysia will be facing shortage of fossil fuels (primary energy supply) due to industrialisation.1 It is forecast that in 2004–2030, the gross domestic product (GDP) in Malaysia will increase to 4.6% whereas the energy demand can grow up to 216 TWh in 2030.2,3 Hence, it is inevitable that all parties (government, academic society and communities) explore new alternative fuel resources to ensure the reliability and security of energy supply for to meet the future energy demands.

Energy crop has attracted a great interest from the research community compared to others renewable energy resources (hydro, solar, wind, etc.). According to Hlavsova et al., it is expected that energy crops could potentially supply around 200–400 EJ/year at a competitive cost by 2050.4 Conto et al. asserted that perennial grasses could contribute significantly to mitigate energy insecurity as well as climate change in the near future.5 Napier grass (NG) or Pennisetum purpureum is one of the most promising perennial grasses which can produce high biomass yield (average 40 tons yield per hectare per annum) as compared to other energy grasses such as miscanthus and switchgrass.6 In addition, it follows conventional farming practice with lower establishment. Besides, it also has strong resistance to the weeds and diseases which allow NG to survive much longer. In addition, it can produce high biomass yield which equals to 100 barrels of oil energy equivalent per hectare. Furthermore, NG can be harvested up to four times per year. Note that the energy output to energy input ratio of NG is reported to be 25:1, thus it is considered the best potential energy crop for bio-energy production.7

NG is a herbaceous plant that contains a high percentage of lignocellulosic material which is suited for thermo-chemical conversion. Biomass thermo-chemical conversion is a proven technology which converts biomass to bio-fuel. Gasification is one of the thermo-chemical conversion processes that is commonly used to transform bio-fuel due to its simplicity, flexibility, efficiency and less pollutants emission.8 Substantial research on biomass gasification has been performed lately to better understand the effect of temperature, equivalence ratio, particle size, heating rate, etc. on the gasification performance. For example, Raheem et al. studied the effect of gasification temperature (700°C, 800°C and 900°C), microalgal loading (5, 10 and 20 g) and heating rate (5°C/min, 10°C/min and 20°C/min) on Chlorella vulgaris biomass.9 The maximum H2 production was found at 800°C temperature with a biomass loading of 0.5 g. Besides, no significant effect of heating rate was observed on H2 production. Xue et al. studied the effect of equivalence ratio (ER) (0.234–0.372) and bed temperature (645°C–726°C) on miscanthus x giganteus.10 No sign of agglomeration was found in the ER (0.262) and temperatures (645°C).


Besides, the higher heating value (6.27 MJ/m3) of product gas, gas yield (1.65 Nm3/kg), carbon conversion efficiency (94.81%) and hot gasification efficiency (78.76%) were determined in abovementioned operating condition. Therefore, proper understanding on the thermal degradation of biomass is very important to evaluate their potential of utilisation of biomass via gasification technology. Thermogravimetric analysis (TGA) is a well-established technique which is widely used to evaluate the performance of thermal decomposition behaviour of biomasses.11 Besides, TGA also can determine biomass composition, reaction order and kinetic constant.12 Recently, Raheem et al. performed TGA of chlorella vulgaris under N2 and air atmosphere condition with different heating rates to investigate the thermal degradation behaviour.9 Kok et al. conducted TGA of miscanthus, poplar wood and rice husk biomasses to study the combustion behaviour.13 Shen et al. performed TGA of wood samples (pine, aspens, birch and oak) under oxidative environment at different heating rates to analyse the kinetics of biomass decomposition.11 Gao et al. performed TGA of tobacco residues under nitrogen atmospheric condition with 10°C/min to determine the pyrolytic characteristics.14

The objective of present study is to investigate the thermogravimetric characteristic of the NG which was provided by Crops for the Future Research Centre (CFFRC) via TGA under an oxidative (air) and inert (N2) atmospheres with different heating rates (5°C/min, 10°C/min and 20°C/min). N2 is an inert gas which offers an inert environment and commonly acts as a heating agent for pyrolytic reaction. It does not reactively promote the reaction. In contrast, air atmosphere provokes gasification reaction due to presence of oxygen. Therefore, TG-DTG curves obtained could provide better understanding of the dissimilarities in the NG biomass characteristics with regard to the heating behaviour and the rate of mass loss under N2 and air atmosphere with different heating rate. Furthermore, thermogram interpretation and kinetic analysis on the biomass characteristic are indispensable to delve into the thermochemical conversion efficiency for bioenergy production purpose.

2.          EXPERIMENTAL

The mature NG was obtained from the plantation site at CFFRC, Semenyih, Selangor, Malaysia. The biomass was dried at 105°C by an oven based on BS EN 12048 standard. The dried NG biomass was then shredded into particle sizes of 0.2 and 2 mm via Retsch rotor beater mill and kept in air tight plastic bags for ultimate and proximate analysis.

Thermogravimetric analyser (TGA/SDTA851, Mettler Toledo, USA) was used to study the non-isothermal gasification and pyrolysis of NG biomass. 20 mg of dried biomass powder was placed in an alumina crucible and put into the TGA furnace. The NG sample was continuously heated from ambient temperature to 1,000°C under N2 and air atmosphere conditions at three different heating rates (5°C/min, 10°C/min and 20°C/min). The volume flow of N2 and air was 25 mL/min. The proximate analysis (i.e., moisture, volatile matter, fixed carbon and ash content) of NG biomass were established by means of a TGA analysis.

LECO TruSpec CHNS628 elemental analyser was used to determine the ultimate analysis based on ASTM D-5291 method. Higher Heating Value (HHV) of NG biomass was determined via Parr 6100 oxygen bomb calorimeter following BS EN 14918. The structural analysis of NG was determined according to the procedure outlined in NREL/TP-510-42618.7

2.1        Kinetic Study of NG Biomass

Kinetic analysis provides a better understanding about the reaction mechanism and rate of reaction. The model free fitting method such as Kissinger-Akahira-Sunose (KAS) has gained a great attention to get accurate results of pyrolysis and gasification kinetic analysis (pre-exponential factor (Ko) and activation energy (Ea)).15 Additionally, the method has a capability to determine kinetic parameters exclusive of computing Ea for each conversion value.16 Currently, model free fitting method has been extensively used to examine the thermal degradation of various types of biomasses such as ramie residue,17 sawdust,17 cotton,17 poplar wood18 and chlorella vulgaris.9

Thus, a series of non-isothermal experiments were carried out using model free fitting approach, where the weight of NG biomass samples was quantified as a function of temperature. Arrhenius equation is employed to determine the rate constant A with respect to temperature T, as given below:9,19
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where, Ao is pre-exponential factor (1/min), Ea is activation energy (kJ/mol), R is 8.314 (K/J/mol) and T is the temperature.

Non-isothermal route can be categorised using constant heating rate (β). Therefore, the relationship between T and β of the NG biomass can be written as:
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where, Ti is the initial temperature and T is the reaction zone temperature.20,21


Thus, the Ea was calculated from Kissinger-Akahira-Sunose (KAS) method based on following equations:19
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where, Tp is the peak zone degradation temperature of NG sample and the β can be stated as:
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Therefore, Ea at distinctive zones from TG-DTG thermogram can be determined by plotting [image: art].

3.          RESULTS AND DISCUSSION

3.1        Proximate Analysis

The characterisation of NG biomass as a potential energy source has been taken into consideration in the current study. Table 1 shows the proximate analysis of NG biomass at different heating rates using dissimilar atmospheres. In this study, three different heating rates are used, which are 5°C/min, 10°C/min and 20°C/min (not replicated) to reach targeted temperature of 1,000°C under air and N2 atmospheres. Since the trend at all heating rates was almost same with different atmospheric conditions, respectively, the results acquired at 10°C/min were taken into consideration for further explanation. However, the variations of 5°C/min and 20°C/min heating rate can be observed from Table 1.

Figure 1 illustrates the proximate analysis variations due to different in atmospheres (N2 and air) at 10°C/min heating rate. NG biomass in air atmosphere provided marginally higher moisture content of 8.78% compared to the biomass in N2 atmosphere (7.73%). The higher moisture contents in air atmosphere is due to the presence of oxygen in air which promotes biomass devolatilisation.9 Biomass moisture content varies considerably depending on the type of feedstock and its storage or handling. The presence of moisture content in the biomass is of great significance in order to select the biomass conversion technology. The fuel from biomass with lower moisture content is more appropriate for thermochemical conversion technology, whereas those with higher moisture content are suitable for biochemical conversion technology such as fermentation.22 In addition, according to Sheth and Babu, high moisture content of biomass tends to decrease the gasification performances as higher energy input is required during the drying process.23 Thus, the NG biomass with moisture content of 8.78% appears to be a potential candidate for direct thermochemical conversion.


Table  1:      Proximate analysis of NG biomass under air and nitrogen atmospheres and varying heating rates.
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HR: Heating rate; M: Moisture content; V: Volatile matters; FC: Fixed carbon; A: ash


[image: art]

Figure  1:      Proximate analysis of NG biomass in air (a) and N2 (b) atmospheres under 10°C/min at a constant flow rate 25 mL/min by TGA analyser.




A similar trend for volatile matter content of NG biomass was noticed higher (81.49%) in air atmosphere compared to nitrogen atmosphere (62.70%). The high volatile matter in NG biomass strongly influences its combustion behaviour and thermal decomposition. Demirbas stated that high volatile matter content in biomass signifies high volatility and reactivity, which is essential for synthesis gas production.24 In contrast, the lower fixed carbon was found to be (3.54%) in air atmosphere compared to the N2 atmosphere (9.69%).

Moreover, ash content of roughly three times higher quantity was acquired under nitrogen as compared to air atmosphere. Ash content of biomass influences both the handling and managing costs of total biomass energy conversion. Additionally, the higher ash content in N2 atmosphere compared to air is noteworthy as it has negative effect on the heating value of biomass.25

From Table 1, it can be seen that the NG sample (air atmosphere) has low moisture content, high percentages of volatile matter, lower amount of fixed carbon followed by ash content as compared to other energy grasses, napier grass and cardoon in literature.26,27,28 Figure 1 shows that biomass cellular water removal, devolatilisation of volatile matter and fixed carbon followed ash content appeared at temperatures of 25°C–130°C, 130°C–470°C and 470°C–840°C in the existence of air, while a decelerating mass loss was seen in the N2 atmosphere under temperatures 23°C–135°C, 135°C–480°C and 480°C–850°C for water removal, devolatilisation of volatile matter and fixed carbon. The presence of oxygen in the air promotes biomass devolatilisation, thus higher volatile matters achieved compared to N2 atmosphere.

3.2        Ultimate Analysis

The result of the ultimate analyses of NG is shown in Table 2. The ultimate analysis of NG showed percentages of oxygen (48.52%), carbon (45.10%), hydrogen (6.50%), nitrogen (0.45%), and sulphur content (0.00%). According to C-atom, the molecular formula of NG biomass was determined to be CH1.58O0.81 based on abovementioned result (e.g., main elements C, H and O). These results were found to be comparable to other energy grasses in literature such as NG,26 cardoon28 and Miscanthus.28 On the other hand, in comparison to NG26 and cardoon,28 NG (this study) has the highest oxygen and lowest carbon contents. This has a significant negative effect on the HHV of biomass due to the carbon-oxygen bonds.29 The HHV of NG (16.73 MJ/kg) was higher than cardoon28 and slightly lower than cardoon22 and Miscanthus.23 Although the NG has moderate HHV, it still can be a potential alternative feedstock for energy generation based on its desirable characteristics such as high volatile matter and high biomass yield production.


Table  2:      Comparison of ultimate analysis results with other perennial energy crops in literature.



	Composition (%)
	NG

	NG26

	Cardoon27

	Cardoon28

	Miscanthus28




	C
	45.10

	42.40

	56.01

	44.10

	49.70




	H
	5.94

	5.96

	6.46

	4.80

	4.40




	N
	0.45

	1.71

	0.99

	2.00

	0.20




	S
	–

	0.09

	0.22

	0.20

	–




	O (by difference)
	48.52

	45.32

	36.10

	31.50

	41.30




	HHV (MJ/kg)
	16.73

	NA

	17.33

	14.70

	17.20





NA: Not available

3.3        Thermal Decomposition Characteristics

TGA weight-loss curve and DTG analysis curves of NG samples under different heating rates (5°C/min, 10°C/min and 20°C/min) and atmosphere condition (N2 and air) are shown in Figure 2. According to the shape of TG-DTG curves, a similar trend was found under air and N2 atmospheres for different heating rates. Thus, only the 10°C/min heating rate was used to discuss thermal decomposition of NG sample under both atmospheres (N2 and air). First, at temperature below 90°C in initial stage for both atmospheres, a low peak intensity was observed in all the DTG curves and this might represent the moisture removal. Furthermore, only a slightly weight loss of approximately of 4.28% (air) and 4.43% (N2) were obtained in this stage. Three main stages, hemi-cellulose (zone I), cellulose (zone II) and lignin (zone III) regions of decomposition could be distinguished in Figure 2. As shown in Table 3, two noticeable DTG peaks were obtained with remarkable weight loss which were about 38% and 74% of weight loss in zone I and II at temperature of 254.83°C and 405.67°C, respectively in air atmosphere. This weight loss could be due to the devolatilisation of light and heavy volatile compounds in the sample.

However, only one sharper DTG peak occurred in zone I and was about 47% of weight loss at temperature of 319°C in N2 atmospheres. This could be explained that oxygen in air enhances biomass devolatilisation. According to Lapuerta et al.,30 this stage represents the decomposition hemicelluloses and cellulose. Demirbas and Arin25 stated that hemicelluloses usually starts to decompose at a lower temperature, while cellulose starts to decompose at a high temperature. Moreover, it was further observed that in zone III in air atmosphere, the TGA curves started to flatten slowly after temperature 570°C. In contrast, in the tailing section of TGA in N2 atmosphere, it began to flatten slowly after 637°C. This phenomenon can be explained that, after first two stages, the NG sample maintained some carbon, mental ions, tar, etc., which were stable and not easily decomposed.14 In addition, the lignin has good resistance to thermal degradation and is harder to decompose than cellulose since lignin contains benzene rings.31
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Figure  2:      TG-DTG profile of NG biomass at different heating rates under air (a, c, e) and nitrogen (b, d, f).




Furthermore, as shown in Figure 2 and Table 3, the effect of heating rates on the thermal decomposition rate can be observed. Both TGA and DTG curves slightly shifted to higher temperature as the heating rates increased. The initial temperature Ti, the first DTG peak temperature (T1) and the second DTG peak temperature (T2) increased as the heating rates increased in the air and N2 atmospheres. For the air atmosphere, Ti increased from 61.82°C to 87°C, T1 increased from 254.42°C to 256°C, and T2 increased from 401.83°C to 402.87°C as the heating rate increased. For the N2 atmosphere, Ti increased from 59.25°C to 85°C, and T1 increased from 308.33°C to 328.33°C as heating rate increased. Mohammed et al. and Li et al. have found similar results for oil palm empty fruit bunches gasification and corn straw pyrolysis, respectively.32,33 Higher heating rate could shorten the reaction time in the same temperature region, thus the sample required higher temperature to decompose.32 This phenomenon was revealed with the DTG peak curve slightly shifting to the right.


Table  3:      Reaction regions and peak of NG samples at different heating rates.
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Ti: Initial temperature (moisture removal); T1: Temperature of the second peak of the DTG curve; T2: Temperature of the third peak of the DTG curve; Wi: Weight loss in the moisture removal region; W1: Weight loss in the first peak of the DTG curve; W2: Weight loss in the second peak of the DTG curve.

Kinetic Analysis

The TG-DTG experimental data of gasification process was incorporated to the model free fitting method for analysing the distinct constituents of feedstock as distinguished in the DTG profile in Figure 2. In the study, the activation energy (Ea) and pre-exponential factor (Ko) values were verified through the KAS method by charting ln β/T2P Vs. 103/Tp, which makes a straight line as shown in Figure 3. The three zone temperatures corresponding to the distinctive heating rates and kinetic parameters such as activation energy, pre-exponential factor, slope and intercept are shown in Table 4. The zones represent decomposition of extractives, hemicellulose, cellulose and lignin.7


The correlation co-efficients (R2) obtained were 1 (zone I), 0.96 (zone II) and 0.97 (zone III), which justify the model accuracy and data. Figure 3 shows the –Ea/R (slope) values from the zone I, zone II, and zone III which were –4.927, –8.644, and –12.865, respectively. With the gas coefficient R = 8.314 J/K/mol, the estimated Ea values were 40.96, 71.87 and 106 kJ/mol. The degree of weight loss during the gasification process is dependent on its compositional structure such as hemicellulose, cellulose and lignin and the required Ea may vary with temperature and heating rate.34,35

The obtained activation energy values in the present study are compared with other perennial energy crops in literature in Table 5.28 The activation energy values from the present study were lower than miscanthus and higher than C. vulgaris and cardoon. In general, it is difficult to compare activation energy of biomass due to different operating condition such as heating rate and type of flow medium, biomass characteristics as well as different kinetic methods.13 Thus, in order to better understand about the activation energy with other biomasses, the same kinetic model applied in study should be chosen.
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Figure  3:      Kissinger plot of activation energy in the air atmosphere for I, II, and III decomposition zone temperatures at three heating rates (5°C/min, 10°C/min and 20°C/min).




Table  4:      Activation energy of NG biomass calculated from TG-DTG for three varied heating rates.
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Table  5:      Comparison of kinetic parameters at various operating conditions for different perennial energy crops.
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A: Ambient temperature

4.          CONCLUSION

The thermal decomposition characteristics, reactivity and kinetic of NG was characterised by TGA under inert (N2) and air atmosphere conditions, respectively. Proximate and ultimate analyses revealed that the NG biomass has moderate HHV, low moisture content, high volatile matter contents and lower nitrogen and sulphur contents. In addition, NG can also produce high biomass yield per annum. The activation energy values, based on the Kissinger method, were evaluated to be 40.96 kJ/mol (zone 1), 71.87 kJ/mol (zone 2) and 106.95 kJ/mol (zone 3) which is higher than C. vulgaris and cardoon. Thus, based on abovementioned, NG biomass can be a more promising candidate for syngas production via gasification technology.
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